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NOTIFICATIONS BY GOVERNMENT 


—— x-— 
HOME DEPARTMENT 
(Services.IV) 


AMENDMENT TO THE TELANGANA FIRE AND EMERGENCY 
OPERATIONS AND LEVY OF FEE RULES, 2006. 


[GO.Ms. No.10, Home (Services.IV) 30% January, 2021.] 


In exercise of the powers conferred by Sub-Section (1) of Section-47 
of the Telangana Fire Services Act, 1999 (Telangana Act No. 15 of 1999) 
the Governor of Telangana hereby makes the following amendments to the 
Telangana Fire & Emergency Operations and Levy of Fee Rules, 2006 issued 
in G.O.Ms.No.306, Home (Prisons. A) Department, Dated:7- 12-2006 and as 
amended from time to time. 


[1] 
G-816/1. 


TELANGANA GAZETTE EXTRAORDINARY [ Part-I 


AMENDMENT 
In the Said Rule:- 


(1) In Rule :-19 after sub-rule (8) the following rule shall be added, namely, 


"9 (a) License may be granted by the Authorised Officer in Form 

No. 6-A for Amendment of Fire Service License. 

(b) A license may be granted by the Authorised Officer in Form 

No. 6-B for Death or Disability or Insolvency of Fire Service 

License. 

(c) A license may be granted by the Authorised Officer in Form 

No. 6-C for Duplicate fire service license. 

(d) A License may be granted by the Authorised Officer in Form 

No. 8-A for renewal of Fire Service, License’. 

(2) In Rule :- 20 after sub-rule (3) the following rule shall be added, 
namely, 

"(4)A licensee shall get his license amended when there is a change 
in the name of the premises or ownership or in the limits specified 
in the licence in regard to’the nature and quantity of hazardous 
materials to be handled when he submits an application in 
prescribed proforma of Form - 5A. 

(3) In Rule 22, 
(a) as the existing paragraph shall be numbered as sub-rule (1) 
(b) after the existing para, so re-numbered as sub-rule (1) the following 
sub-rule shall be added namely;- 


“(2) If a licensee dies or becomes insolvent, the persons carrying on 
the business of such license shall submit an application for 
amendment in prescribed proforma of Form-5B”’ 

(4) In Rule 23, 


(a) the existing paragraph shall be numbered as sub-rule (1) 
(b) after the existing para so re-numbered as sub-rule (1) the following 
sub-rule shall be added namely; 


“(2) where a license granted or renewed under these rules is lost or 
accidentally destroyed, a duplicate may be granted by the authorized 
officer on submission of application in prescribed proforma of 
Form-5C”’. 


RAVI GUPTA, 
Principal Secretary to Government. 
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(1) 
(2) 
(3) 
(4) 
(5) 


(6) 


(7) 


Form -5A 
(See Rule 20 (4)) 


Application for Amendment of Fire Service Licence 


Name and Address of the premises / Building: 


Name of the Firm/Company or Factory / Business : 


Name of the Owner / Occupier : 


Full postal address for communication: 


Description of: 


a) 
b) 
c) 
d) 


Nature of Business, Trade or Process : 

Commodities and quantities stored/handled 

Position of storage in relation to No. ofrooms/Floor Area 
Inflammable liquids and explosive materials 


Type of Occupancy: 


a) 
b) 
c) 
d) 
ల) 
f) 
g) 
h) 
i) 


Residential 
Educational 
Institutional 
Assembly 
Business 
Mercantile 
Industrial 
Storage 
Hazardous . 


Building:— 


a) 


b) 


General Constructional features: 

Low Fire risk- Cement Concrete or brick-walled Or 
Medium Fire risk - brick-walled and timber Or 
High Fire risk - Mostly timber framed such as timber floors, 
timber roof, timber staircase etc. 

Particulars:— 

(i) No. of Storeyes and basement if any 

(ii) No. of exits 

(iii) Details of ceiling 

(iv) No. of staircases and whether enclosed or open 
(v) Verandah or balconies 

(vi) Attics, Mezzanine floor, lofts, etc. 
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(c) Details of other structures within 20 metres all around 
G) North 
(ii) South 
(iii) East 
(iv) West 
(8) Width of abutting road/street 
(9) Maximum amount of Horse Power of Machinery used 


(10) Maximum No. of persons present including (occupants, employees, 
visitors etc.) 


(11) Nearest means of communication: 
(i) Telephone No. 
(ii) Fire Station 
(iti) Police Station 
(iv) Any other 
(12) Details Fire fighting equipment installed 
i) Fire buckets 
(ii) Fire Extinguishers (Foam/C02/DCP) 
(iii) Hose Reel Hose 
(iv) Hydrant systems 
(v) Wet-risers 
(vi) Sprinklers 
(vii) Any other 
(13) Details of Fire detection and alarm system 
(14) Details of Watch and Ward, if any 


(15) Details of water sources 
(i) Inside the premises 
(ii) Nearest outside the premises 
(iii) Overhead and capacity 
(16) Details and safety measures for: 
(9 Electrical transformer 
(ii) Generator 
(iii) Control Panel 
(iv) Airconditioning and refrigeration system 
(v) Heating equipment 
(vi) Storage of cylinders 
(vii) Any other 
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17). Existing Licence No. and Date and Designation of Issuing Authority 
18). Particulars of fee remitted Challan No. & Date 
19). Reason for Amendment 


a). Change in the name of the premises. 
b). Change of ownership 


c). Change in the nature and quantity of Hazardous materials 


Certified that the above particulars furnished are true to the best of my 
knowledge. 


Date : 


Signature of the applicant 


Place : 


G-816/2. 
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Form-5 B 
[See Rule 22 (2)] 


Application in case of Death or Disability or insolvency of Fire 


nA BW NY ౭ 


Service Licensee 


. Name and Address of the premises / Building: 

. Name of the Firm/Company or Factory / Business: 
. Name of the Owner / Occupier : 

. Full postal address for communication: 


. Description of: 


i. Nature of Business, Trade or Process: 

i Commodities and quantities stored/handled 

iti. Position of storage in relation to No. ofrooms/Floor Area 
iv. Inflammable liquids and explosive materials 


. Type of Occupancy: 


i. Residential 
i. Educational 
ii. Institutional 
iv. Assembly 
v. Business 
vi. Mercantile 
vii. Industrial 
viii. Storage 

ix. Hazardous 


. Building:-— 


i. General Constructional features: 
Low Fire risk - Cement Concrete or brick-walled Or Medium 
Fire risk - brick-walled and timber Or High Fire risk - Mostly 
timber framed such as timber floors, timber roof, timber- staircase 
etc. 

b. Particulars: — 
1. No. of Storeyes and basement if any 

No. of exits 

Details of ceiling 

No. of staircases and whether enclosed or open 

Verandah or balconies 

Attics, Mezzanine floor, lofts, etc. 


ON oP tS 
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10. 


11. 


12. 


13. 
14. 
15. 


16. 


(c). Details of other structures within 20 metres all around 
i. North 


il. South 
ill. East 
iV. West 


Width of abutting road/street 
Maximum amount of Horse Power of Machinery used 


MaximumNo. of persons present including (occupants, employees, 
visitors etc.) 


Nearest means of communication: 
(v) Telephone No. 

(vi) Fire Station 

(vii) Police Station 

(viii) Any other 


Details Fire fighting equipment installed 
(viii) Fire buckets 

(ix) Fire Extinguishers (Foam/C02/DCP) 
(x) Hose Reel Hose 

(xi) Hydrant systems 

(xil) Wet-risers 

(xiii) Sprinklers 

(xiv) Any other 

Details of Fire detection and alarm system 
Details of Watch and Ward, if any 


Details of water sources 

(iv) Inside the premises 

(v) Nearest outside the premises 
(vi) Overhead and capacity 


Details and safety measures for: 

(viii) Electrical transformer 

(ix) Generator 

(x) Control Panel 

(xi) Air conditioning and refrigeration system 
(xii) Heating equipment 

(xiii) Storage of cylinders 

(xiv) Any other 
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17). Existing Licence No. and Date and Designation of Issuing Authority 
18). Particulars of fee remitted Challan No. & Date 
19). Provide the details in case of Death of licensee 


20). Provide the details in case of insolvency of the licensee 


Certified that the above particulars furnished are true to the best of my 
knowledge. 


Date: 
Signature of the applicant 


Place: 
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Form -5C 
(See Rule 23 (2)) 
Application for Loss of Fire Service Licence 


(1) Name and Address of the premises / Building: 
(2) Name of the Firm/Company or Factory / Business : 
(3) Name of the Owner/Occupier : 
(4) Full postal address for communication: 
(5) Description of: 
a) Nature of Business, Trade or Process : 
b) Commodities and quantities stored/handled 
c) Position of storage in relation to No. of rooms/Floor Area 
d) Inflammable liquids and explosive materials 
(6) Type of Occupancy: 
e) Residential 
f) Educational 
g) Institutional 
h) Assembly 
i) Business 
j) Mercantile 
k) Industrial 
1) Storage 
m) Hazardous 
(7)  Building:-— 
a) General Constructional features: 
Low Fire risk - Cement Concrete or brick-walled Or 
Medium Fire risk - brick-walled and timber Or 
High Fire risk - Mostly timber framed such as timber floors, timber 
roof, timber - staircase etc. 
b). Particulars:— 
(i) No. of Storeyes and basement if any 
(ii) No. of exits 
(iii) Details of ceiling 
(iv) No. of staircases and whether enclosed or open 
(v) Verandah or balconies 
(vi) Attics, Mezzanine floor, lofts, etc. 


G-816/3. 
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(d) Details of other structures within 20 metres all around 


10. 


11. 


12. 


13. 
14. 
15. 


16. 


G) North 
(ii) South 
(ii) East 

(iv) West 


Width of abutting road/street 


Maximum amount of Horse Power of Machinery used 


Maximum No. of persons present including (occupants, employees, 
visitors etc.) 


Nearest means of communication: 


i. 
ii. 
iV. 


Telephone No. 
Fire Station 
Police Station 
Any other 


Details Fire fighting equipment installed 


1 


Fire buckets 

Fire Extinguishers (Foam/C02/DCP). 
Hose Reel Hose 

Hydrant systems 

Wet-risers 

Sprinklers 


. Any other 


Details of Fire detection and alarm system 
Details of Watch and Ward, if any 


Details of water sources 


1 
il, 


Inside the premises 
Nearest outside the premises 
Overhead and capacity 


Details and safety measures for: 


L 


iV. 


Vi. 


Electrical transformer 

Generator 

Control Panel 

Air conditioning and refrigeration system 
Heating equipment 

Storage of cylinders 

Any other 
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17). Existing Licence No. and Date and Designation of Issuing Authority 
18). Particulars of fee remitted Challan No. & Date 
19). Provide the details in case of loss of licence 


20). Provide the details in case of Licence granted or Renewed is 
accidentally destroyed 


Certified that the above particulars furnished are true to the best of my 
knowledge. 


Date: 


Signature of the applicant 
Place: 
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1) 
2) 
3) 
4) 
5) 


6) 
7) 
8) 
9) 
10) 
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Form -6A 
(See Rule 19 (9) (a)] 
Amendment of Fire Service Licence 


Licence: గం లా పల క. 
Name and Address of the premises/Building: 

Name of the Firm/Company or Factory/Business: 

Name of the Owner / Occupier: 


Full postal address for communication: 
Description of :— 


a) Nature of Business, Trade or Process: 

b) Commodities and quantities stored/handled 

c) Position of storage in relation to No. of rooms/Floor Area 
d) Inflammable liquids and explosive materials 

e) Maximum Horse Power installed 


Type of Occupancy: 

Existing Licence No. and Date and Designation of Issuing Authority 
Change in the Name of the Premises 

1 


Change of ownership 


Change in the nature and quantity of Hazardous materials 


Licence is hereby granted under Section 17 of the Telangana Fire Service 
Act, 1999 to the above premises, within the jurisdiction Of లలు 
Fire Station, subject to the conditions prescribed under the Telangana Fire 
Service Rules. 


This Licence is valid Up tO... eee ceeeceseeesteeeeeee or till it has been 
duly cancelled. 


Signature of Issuing Authority 


Office Seal with date. 
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Form - 6B 
[See Rule 19 (9) (b) ] 
Fire Service Licence in case of Death or Disability or insolvency of 
Fire Service Licensee 


1106006. 10వ లాలి ల న. 


1) Name and Address of the premises/Building 
2) Name of the Firm/Company or Factory/Business 
3) Name of the Owner / Occupier 
4) Full postal address for communication 
5) Description of:— 
a) Nature of Business, Trade or Process 
b) Commodities and quantities stored/handled 
c) Position of storage in relation to No. of rooms/ Floor Area 
d) Inflammable liquids and explosive materials. 
e) Maximum Horse Power installed 


6) Type of Occupancy: 


7) Existing Licence No. and Date and Designation of Issuing Authority 
8) Particulars of fee remitted Challan No. & Date 
9) Details of Death of licensee 

10) Details of insolvency of the licensee 


Licence is hereby granted under Section 17 of the Telangana Fire Service 
Act, 1999 to the above premises, within the jurisdiction Of లలల 
Fire Station, subject to the conditions prescribed under the Telangana Fire 
Service Rules. 


This Licence is valid Up tO... cee eeeeereeeeeeeeeeeeeneees or till it has been 
duly cancelled. 


Signature of Issuing Authority 


Office Seal with date. 


G-816/5. 
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11) 
12) 
13) 
14) 
15) 


16) 


17) 
18) 
19) 
20) 


TELANGANA GAZETTE EXTRAORDINARY [ Part-I 


Form - 6 C 
[See Rule 19 (9) (c)] 
Duplicate Fire Service Licence 


Licence లము | ల జ. 


Name and Address of the premises/Building 

Name of the Firm/Company or Factory/Business 

Name of the Owner / Occupier 

Full postal address for communication 

Description of:— 

a) Nature of Business, Trade or Process 

b) Commodities and quantities stored/handled 

c) Position of storage in relation to No. of rooms/ Floor Area 
d) Inflammable liquids and explosive materials 

e) Maximum Horse Power installed 


Type of Occupancy:— 


Existing Licence No. and Date and Designation of Issuing Authority- 
Particulars of fee remitted Challan No. & Date 

Details of loss of licence 

Details of Licence accidentally destroyed 


Licence is hereby granted under Section 17 of the Telangana Fire Service 
Act, 1999 to the above premises, within the jurisdiction Of 0... eee 
Fire Station, subject 

to the conditions prescribed under the Telangana Fire Service Rules. 


This Licence is valid Up tO oe eeeeeeeeereeeeeeees or till it has been 
duly cancelled. 


Signature of Issuing Authority 


Office Seal with date. 
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Form -8A 
[See Rule 19 (9) (d)] 
Renewal of Fire Service Licence 


Licence: సరాలు SARs eh Date esi detox i ebseebdes 


1) Name and Address of the premises/Building 
2) Name of the Firm/Company or Factory/Business 
3) Name of the Owner / Occupier 
4) Full postal address for communication 
5) Description of:— 
a. Nature of Business, Trade or Process 
Commodities and quantities stored/handled 
Position of storage in relation to No. of rooms/ Floor Area 


Inflammable liquids and explosive materials, 
Maximum Horse Power installed 


9౬౧౮౮ 


6) Type of Occupancy;— 


7) Existing Licence No. and Date and Designation of Issuing Authority 


Licence is hereby Renewed under Section 17 of the Telangana Fire Service 
Act, 1999 to the above premises, within the jurisdiction Of 1.0... 
Fire Station, subject to the conditions prescribed under the Telangana Fire 
Service Rules. 


This Licence is valid Up tO eee eee eseeereeeeeeees or till it has been 
duly cancelled. 


Signature of Issuing Authority 


Office Seal with date. 


Printed and Published by the Commissioner of Printing, Govt. of Telangana, 
at Govt. Central Press, Chanchalguda, Hyderabad. 


